
TTENBORG 


TECHNICAL INFORMATION 


TYPE NO 


FB 55 


TYPE 


Freshbrewer 


T.I. -NO. 
FB55 01/01 


SERIAL NUMBERS 

AFFECTED 030155009925 


ISSUED BY Documentation/ 
Wittenberg Reinfeld 


SUBJECT 


ISSUED FOR (X): 


NEW VALVES 


Action 


Information 

X 


NEW VALVES 

COMPONENTS CONCERNED: 


no longer 
available: 


Part no. Designation 

35009000 Solenoid valve NWS (2 Pieces) 
36027300 Sealing bush (2 Pieces) 


new: 


41532400 Solenoid valve NWS (2 Pieces) 


MODIFICATION: 

From the machine number mentioned above the dispensers will be delivered with new 
valves. The new valves are to be ordered henceforth as spare parts, also for old 
dispensers. 


INTERCHANGEABILITY: 

The new valves can also be installed in dispensers manufactured prior to those listed 
above. 

REASON: 

Standardisation of valves 

CONTACT PERSON: 

Technical queries: Nils Stowahse 

Ordering of spare parts: Tanja Lange 
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